Not the largest but the best 

PREMIERE MOTEL 

3820 East Central Ave. — On U. S. Highway 66 
ALBUQUERQUE, NEW MEXICO 
Modern Motel located nearest to the City, 
Dining Room next door. Steam Heat, Air 
Conditioned. 

Recommended by A. A. A. 


H. Dendinger, Owner 
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